
INTEjGRTTY EJCAVATltW 
WOLAND 
ACCESS RGPD 
WORKSPACE 
E PROPERTY UNE 


SCALE: r=«>" 


40 20 □ 
I ■ 1 ■ 1 — = 


40 


NOTE - This work location drawing has been prepared 
in support of regulatory permitting and is for illustration 
purposes only. 


